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SUBJECT: — Clarification of Recommended Tap Sampling Procedures for Purposes of the Lead and 


Copper Rule — ‘ / 
PP ) / ( 
FROM: Peter C. Grevatt, Director | xf, I( x - 
Office of Ground Water & Drinking Water -(. {A ey 
TO: Water Division Directors 
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The Lead and Copper Rule, 40 C.F.R. Sections 141.80 to 141.91, requires monitoring at consumer taps 
to identify levels of lead in drinking water that may result from corrosion of lead-bearing components in 
a public water system’s distribution system or in household plumbing. These samples help assess the 
need for, or the effectiveness of, corrosion control treatment. The purpose of this memorandum is to 
provide recommendations on how public water systems should address the removal and cleaning of 
aerators, pre-stagnation flushing, and bottle configuration for the purpose of Lead and Copper Rule 
sampling. 


Removal and Cleaning of Aerators 


EPA issued a memorandum on Management of Aerators during Collection of Tap Samples to Comply 
with the Lead and Copper Rule on October 20, 2006. This memorandum stated that EPA recommends 
that homeowners regularly clean their aerators to remove particulate matter as a general practice, but 
states that public water systems should not recommend the removal or cleaning of aerators prior to or 
during the collection of tap samples gathered for purposes of the Lead and Copper Rule. EPA continues 
to recommend this approach. The removal or cleaning of aerators during collection of tap samples could 
mask the added contribution of lead at the tap, which may potentially lead to the public water system not 
taking additional actions needed to reduce exposure to lead in drinking water. EPA’s recommendation 
about the removal and cleaning of aerators during sample collection applies only to monitoring for lead 
and copper conducted pursuant to 40 C.F.R. 141.86. 


Pre-Stagnation Flushing 


EPA is aware that some sampling instructions provided to residents include recommendations to flush 
the tap for a specified period of time prior to starting the minimum 6-hour stagnation time required for 
samples collected under the Lead and Copper Rule. This practice is called pre-stagnation flushing. Pre- 
stagnation flushing may potentially lower the lead levels as compared to when it is not practiced. 
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Flushing removes water that may have been in contact with the lead service line for extended periods, 
which is when lead typically leaches into drinking water. Therefore, EPA recommends that sampling 
instructions not contain a pre-stagnation flushing step. 


Bottle Configuration 


EPA recommends that wide-mouth bottles be used to collect Lead and Copper compliance samples. It 
has become apparent that wide-mouth bottles offer advantages over narrow-necked bottles because 
wide-mouth bottles allow for a higher flow rate during sample collection which is more representative of 
the flow that a consumer may use to fill up a glass of water. In addition, a higher flow rate can result in 
greater release of particulate and colloidal lead and therefore is more conservative in terms of 
identifying lead concentrations. 


Conclusion 


EPA is providing these recommendations for collection of Lead and Copper Rule tap samples to better 
reflect the state of knowledge about the fate and transport of lead in distribution systems. The three areas 
discussed above may potentially lead to samples that erroneously reflect lower levels of lead 
concentrations. The recommendations in this memorandum are also consistent with the 
recommendations provided by the EPA’s Flint Task Force. For more information about the Task Force 
please view EPA’s website at: http://www.epa.gov/flint. 


To provide further information on this topic, EPA included an amended “Suggested Directions for 
Homeowner Tap Sample Collection Procedures” in Appendix D of the 2010 revision of Lead and 
Copper Rule Monitoring and Reporting Guidance for Public Water Systems (EPA 816-R-10-004). This 
document can be found at: 

http://nepis.epa.gov/Exe/ZyPDF.cgi?Dockey=P100DP2P.txt 


Please share these recommendations with your state drinking water program directors. If you have any 
questions, please contact Anita Thompkins at thompkins.anita@epa.gov. 


Attachment 


ce: James Taft, Association of State Drinking Water Administrators 
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Suggested Directions for Homeowner Tap Sample Collection Procedures 


Revised Version: February 2016 


These samples are being collected to determine the lead and copper levels in your tap water. This 
sampling effort is required by the U.S. Environmental Protection Agency and your State under the Lead 
and Copper Rule, and is being accomplished through a collaboration between the public water system and 
their consumers (e.g. residents). 


Collect samples from a tap that has not been used for at least 6 hours. To ensure the water has not been used 
for at least 6 hours, the best time to collect samples is either early in the morning or in the evening upon 
returning from work. Be sure to use a kitchen or bathroom cold water tap that has been used for drinking 
water consumption in the past few weeks. The collection procedure is described below. 


1. Prior arrangements will be made with you, the customer, to coordinate the sample collection. Dates 
will be set for sample kit delivery and pick-up by water system staff. 


2. There must be a minimum of 6 hours during which there is no water used from the tap where the 
sample will be collected and any taps adjacent or close to that tap. Either early mornings or 
evenings upon returning home are the best sampling times to ensure that the necessary stagnant 
water conditions exist. Do not intentionally flush the water line before the start of the 6 hour 
period. 


3; Use a kitchen or bathroom cold-water faucet for sampling. If you have water softeners on your 
kitchen taps, collect your sample from the bathroom tap that is not attached to a water softener, or 
a point of use filter, if possible. Do not remove the aerator prior to sampling. Place the opened 
sample bottle below the faucet and open the cold water tap as you would do to fill a glass of 
water. Fill the sample bottle to the line marked “1000-mL” and turn off the water. 


4. Tightly cap the sample bottle and place in the sample kit provided. Please review the sample kit 
label at this time to ensure that all information contained on the label is correct. 


Re If any plumbing repairs or replacement has been done in the home since the previous sampling 
event, note this information on the label as provided. Also if your sample was collected from a tap 
with a water softener, note this as well. 


6. Place the sample kit in the same location the kit was delivered to so that water system staff may 
pick up the sample kit. 


te Results from this monitoring effort and information about lead will be provided to you as soon as 
practical but no later than 30 days after the system learns of the tap monitoring results. However, if 
excessive lead and/or copper levels are found, immediate notification will be provided (usually 1-2 
working days after the system learns of the tap monitoring results). 


Call at if you have any questions regarding these instructions. 


TO BE COMPLETED BY RESIDENT 


Water was last used: — Time. Date. 
Sample was collected: Time. Date 


Sample Location & faucet (e.g. Bathroom sink): 


I have read the above directions and have taken a tap sample in accordance with these 
directions. 


Signature. Date 


